-vhilf Inglis remained in charge of tie old entrench-
ment. The whole enceinte was strictly invested by
tlie enemy, but the capture 01 :he;r nearer
latteries, the demolition of so many c: the houses
rh&i had been used for musketry, and the vridenirLg
01 the neutral ground outside the works. haJL brought
:nuch relief to the defence. There was now no
shortage of labour, and the garrison, reinforced
by some of the Madras Fusileers and assisted by
:he Indian camp-followers, began :o reconstruct the
Cawnpore battery, to complete the batteries on the
west face, and to fortify the mound outside Innss'
post with a system of zigzag trenches wliicii com-
manded :he southern end of the iron bridge.
The enemy were now reserving their offensive
efforts for the palaces. On the 3rd October ihey
sprung a mine near the garden post, west of the
Chhattar Manzil. The explosion was short of the
wall, but on the 5th they sprung another mine
which was more successful. They attempted to
storm the breach but were soon repulsed by a brisk
fusillade from the men of the SQth. They then set
fire to one of the garden gates but failed again to
force an entrance. Later on, this post was strength-
ened by a system of trenches.
On the 6th October the enemy succeeded in blow-
ing up a picket in a house near the Chhattar Manzii,
and in the confusion that followed they forced their
way into the palace, from which they were ejected
with the loss, it was believed, of over four hundred.
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